Torn down Berlin Turnpike 


1770 
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1770 Route 5, east side facing west. 

Wood. Gambrel. Integrated salt box. Small 
added lean-to in rear. Brick central chimney. 
Story anda half. 4 window front; 1/1 sash; 
four gable ends; two dormers front. Windows 
new. Brick foundation. 
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